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WUNICL AL NOTIFICATION, MUNICIPAL NOTIFICATION. The Kinu's Daughters Society, on 
‘No. 2304, whose behalf this Resolution is present 

No. 2305. 


OTICE is hereby given that, in 

addition to the Resolutions to be 
bronght forward by the Council, as 
published in Notification No. 2303. the 
following will be proposed at the Annual 
Meeting of Kate; ayers on March 22. 

Amendment to Resolution V.—That 

aiter the words “together with the’ 
recommendations attached thereto” be 
added “provided tha were the word 
* occurs in the Opium licence re- 
commendations the word ‘three’ shall 
be substituted.” 

Proposer: Edward 8. Little. 

Seconder : John R. Hykes. 

Resolution V. (a)—That the Council 

be anthorised to erect an additional 
wing already planned for the Isolation 
Hospital at a cost of Taels 65,000, and 
be authorised to use it, or such part of 
it as may be required, a8 a Tuberculosis 
Hospital until experience shall indicate 
what permanent provision may best be 
nd that Taels 65,000 be added 
for this purpose to the amount of the 
Loan authorised under the preceding 
Resolution. 


























. Couper Patrick. 


:@. E. Goode, 
Amendment to Resolution VILI— 
All the wors after ‘that’ be del 
and the following substituted: “A 
Committee, to be called the Special 
Committee consisting of nine Rate- 
payers with power to fill vacancies, to 
arrange the method of procedure’ by 
which its business shall be conducted 
and to determine the number of mem- 
bers present necessary to form » quorum 
ing, be forthwith appointed 
of this. Meeting from 
persons nominated by the Meeting 
as follows, viz.: Seven Ratepayers who 
shall not 'be members of the Council 
or Electricity Committee, one member 
of the ouneil and one member of the, 
Electricity Committee, ‘The Special 
Committe shall forthwith consider the 
amended Resolution VIII pursed by 
the Ratepayers in their Annnal G 
1914, together with 
suggestions made this year, and issue to 
the Ratepayers report, which shall 
include » scheme for the Municipal 
control of the Electricity Department, 
at as early a date as possible, and this 
Meeting shall, at the termination of the 
advertised basiness, stand adjoarned to’ 
be called together three weeks after the 
pnblication of the report for the sole 
pUrpose of acting upon the same.” 
Proposer: Edward &. Little, 
Seconder : Cecil Holliday. 
By order, 
W. E. LEVESON, 
Secretary. 






















Couneil Room, 
Shanghai, 











larch 18, 1915. 


VOTING TICKETS. 

OTICE is hereby given that voting 

tickets hare been forwarded to 

Ratepayers entitled to vote at the 

forthcoming Annual Meeting. Any 

such Ratepayer not having received his 

ticket is requested to be good enough 

to communicate with the undersigned as, 
soon as possible, 

By order, 
W. E. LEVESON, 
Secretary. 


Council Room, 
Shanghai, March 19, 1915. 





Tuberculosis Hospital. 


Correspendence with Dr. Patrick re- 
lative to Resolution V. (a) :— 


‘Shanghai, March 10, 1915. 


‘Sin,—I have the honour to forward to 
you a Resolutivn to be propoed at the’ 
forthcoming Ar nual Meeting of Rate- 
payers on March %2, 1915. ‘The 
Resolution the following terms, 
and I enclose original signed by myself 
‘8 Proposer and Dr. G. E. Goode as; 
Seconder : 


“That the Council be authorised to 
erect an additional wing already planned 
for the Isolation Hospital at a cost of 
Taels 6,000, and be authorised to use 
it, or snch part of it ax may be required, 
as a Tuberculosis H pital until experi- 
ill indicate what permanent 
p may best be made, and that 
‘Taels 65,000 be added for thie purpre 
to the amount of the Loan i 
ander a preceding Resulw ion.’ 

























to assist the Council 
problem of T 






the suggestions made by me when 
speaking at last nonal Meeting of 
Ratepayers. If accepted by the Rate- 
payers it will commit -he Council to no’ 
capital expenditure which ha not already 
been foreseen, it will provide an experi- 
meatal approach to permanent plan 
for dealing with Tuberculosis which at 
the same time will not interfere with 
other developments of the Health Office 
work, and it will give that indication 
from the side of the general body of 
the Ratepayers which it is understood 
that the Council hold the action of the 
Ratepayers a year ago makes specially 
desirable. 








ed by Dr. Goode and myself, are most 
anxious that the Council should appre- 
ciate their desire to co-operate with the 
Council in this matter, and therefore 
they request that any technical alteration 
which might be required in the terms of 
the Resulution may be indicated in 
order that their hilanthropic endeavour 
may no: fuil of success by reason of any 
error on that score, 
T have the honour to be, 
Sir, 
‘Your obedient servant, 

H. Covran Pararox, 

The Szcnrany, 
Municipal Council. 


Couneil Room, 

Shanghai, March 13, 1915, 

8in,—I am directed to acknowledge 
the receipt of your letter of March, 10, 
‘aod to state that the Resolation on the 
subject of the proposed Tuberculosis 
Hospital, to be proposed by yourself 
‘and seconded by Dr, Goode, will be 
published in due course on March 18, 


ie interest 














subject of the Council’s official support 
of your proposal, 
Tam, Sir, 
Your obedient servant, 
W. E, Levesow, 
Secretary, 
H. © Parnicx, Esq. x,.2., oa, 





Council Room, 
March 17, 1916, 
In continuation of my letter 
ch 13 I atm directed to state that 
your Resolation on the subject of the 
Tuberculosis Hospital, No V (a), will 
receive the unanimous support of the 
Council at the Anoual Meeting of 
Ratepayers on Monday next. 
Tam, Sir, 
Your obedient servant, 
W.E, Levesox, 
Secretary, 

H.C. Paraicr, Eeq., 1.0, 6.2 








Electricity Department, 

REPORT BY THE ELECTRICAL ENOINERR 
Electricity Otfiers, 

March 17, 1915, 
A report dealing with the workin: of 
the Department and the need for further 
extension cannt easily be written 
without going into techuicalities, In 





reading such a report the main points 
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which it is desired to brin# out ;may 
quité-sossibly ‘be wtssed “amongst. the 
urwerous technical terms and. figares. 
Tn an endeavour to state te Dejart- 
ment's case briefly the following three 
Observations are offered :— 
(1) How do the Ratepayers benefit by 
the ownership of the Undertaking ? 
(2) What farther benefite may reason- 
~ ‘ably be looked for by allowing the 
natnral expansion of the business to 
develop? 
3) Is the Department self-supporting 
"With mgard to (1) the benefit of 
fpwnership has teen the means of pro- 
‘viding Shanghai with » cheap source of 
ectrcity for light, heat, power. ‘Ihe 
ric for these various ases has from time 
wi 0 reduced 60 that now the cost 
of electricity for any of these compares 
favourably with the industrial cities in 
Great Britain. The price of light in 
‘Momhester, Glasgow, Birmingham and 
ixerpool is, according to information 
‘available ia the Manual of Electrical 
Undertakings 1913-14. " 
Dometic Lighling "Power (not bulk sup) 
Manchester 3.754. to 34. per unit. 1.54. to 724. 
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These figures clearly indicate that 
(Bhanghai is zetting ite electricity at 
Fates comparing favourably with the 
Your Iarxest Home undertakings, It is 
possible that the rates of the Home 
‘undertakings may at the present time 
(1915) be slightly reduced Unt as the 
Wtotual figures are not yet available the 
latest obtainable, 1913, are quoted. 
(2) What further benefits may be ex- 

pected by allowing the natural 
expansion of the vndertaking to 
develop? 
«As the undertaking grows larger, the 
generation of electricity carried op on 
bigger scale, and the general supply Tor 
various parpos's more diverse, so should 
the cost of generation and distribution 
unit sold be cheaper. In spite of 
Peavy capital expenditure and large ex- 
tensions every few years the effect has 
never been to add one cent to the cost 
‘of electricity, and there is no fear that 
it will be io the future. Shanghai's 
‘electricity supply is going through the 




















transition stage from small to great 
ex. ausions ; it is but following the ex- 
ample of the four cities above cited - 
‘nchester, Gla-gow and Birmingham 













in Great Britain. 
will ultimately cost over a mill 
and a half sterling and will provide 
‘a new Generations Station of 160,00 
kilowatts capacity. As indicating Bis 
minzhau's needs, the Corpor 
recently aurhorised the purchase of 
£95,000 worth of generating plant for 
‘a tem, orary station to meet the 19.5-16 
requirements because their new 
‘cannot be completed before 
‘These observations are offered because 
‘they may show the bold wag the electricity 
ea, ply problems are now being tackled 
by municipalities in England, and it is 




















submitted that thanghgi’s problem is,, 
although not on euch a lure scale, 
similar to the Home undprtgkings. 

Looking at the issve from anther 

In 1913 the sum of Tis. 
26.525 was banded from the Depart- 
ments profits in ait of the municis al 
rates, the following year Tis. 30,255. 
this ( 915) yrar the contribution will 
be about 34,400, in 1916 Tis 39,000, 
19.7 Tis, 86,000 and so on incrrasing 
yearly. In may thus be seen that, quite 
‘arart from the ‘users of electricity, the 
commuvity as a whole stands to gain by 
progressive contributions to the rates 
from year to year. 

It may further be conceded that the 
indastrial growth of Shanghai, sccelera- 
ted by cheap power, will open out fresh 
fields for the tax gatherer, 
bringing in more revenue for tbe 
wunici;al tunds. Moreover the creation 
of new industries and the expanrion of 
existing ones will in turn demand more 
Iabour which has to be housed, and so! 
the rateable area of the Settlement may 
be. expected to increase. This bas 
actually happened already in some dis- 
tricts and signs are evident in many 
localities that the movement is general. 


‘A growth of population may be 
expected with the industrial activities of 
the place, “and 00 alo ‘its spending 
powers; it would, therefore, seem fair to 
‘anticipate that the source from which 
xeneral municipal revenue may flow will 
jikewiso be enlarged to the common 
00d. 

Tho view is held by ‘many ‘eminent 
engiveers that the time is approachin 
when the use of electricity will become 
general not only for power and livhting, 
Dut for domestic heating and cooking. 
When this condition arrives the propor- 
tion of electricity used purely for lighting. 
wil] become relatively small. In fact it 
is thought that the extensive use of 
carrent for other j urposes will make it 

at a uniform rate for 
light and heat, when the enst of electric’ 
lighting will form but small percent- 
age of the quarterly account for domestic 
clectricity used. That time ix not yet, 
bat the more general sdoption «f eleo- 

i ther purposes is 
self felt, aod it 
may confidently be said that the price 
of lighting may be again rednced in the 
nearfuiure There are techni al reas 
for the foregoing statements which it 
not necessary to deal with bere. 

(3) Is the Department self-supporting ? 

It is to be feared that there are still 
some who believe the electricity under 
taking to be dependent upon the muni- 
cipal rates, Av a mat er of fact it can 
be shewn that the undertaking has— 
certainly for the past fifteen years— 
been entirely self-supporting. Not only 
has a steady 6 per cent. interest been 
paid on deben ures out of profits, but] 
fan amount set aside for depreciati 
year by year which, 
rates of depreciation allowed in Home| 












































.| undertakings, is on « much more liberal 


scale. And here, it should be noted, 
that depreciation scale on the different 
items such ss bublings, generating 
machinery, cables, transformers, etc., is 


UNIVE 











absolutely fixed and ix not vided cond. 
ing to whether the year's warking 

coount shews larger.or swaller ppufits, 
a method ‘which “# not -unksown to 
some local industrial concerus. This 
sirict adhesin to the prinidiple of fixed 
depreciation has greatly strengthened 
| the financial position of the undertaking 
in the past and shonld go far to remove 
any suepiion that its financial standing 
is unsound, As a further indication of 
strength may be mentioned the capital 
requirements for 1915-1916 which total 
ahogether ap roximately Tls.3 737,000. 
To meet this sum it is estimated that no 
Jess than Fis, 1,267,000 will be avail~ 
able from the jrufit and’ depreciation 
allowance on the two years’ working, 
Teaving Tis, 2,470,000 to be provided 
by loan. In other words the two years’ 
Profits and depreciation reduces the 
necessary capital to provide fot extec 
‘sions to the extent of Tis. 1,267,000. ° 

Tn conclusion, foo much stress cannot 

laid. upon, two salient features in 
the Drpartment’s history during the 
vast’ twelve years, viz, (x) that. no 
extensions of plant have’ been made 
until the growing demands have made 
such extensions imperative in order to 
meet requirements from time to time, 
(b) that these successive extensions have 
invariably beep completed. only just in 
time to meet the demands, and (c) the 
undertaking has at almost all times 
been short of generating plant rather 
than possessing too muh reserve, the 
reason being that unavoidable delays in 
the fulfilment of slant contracts have 
almost invariably led to the extensi 
being mther be.ind than in advance o} 
the demands. , 
regard to the present proprsed 
extensions they are on a scae much 
biuger than any hitherto attempted bat 
they have been recommended only after 
fall considerativn has been given as to 
their peed. The umber of years’ 
experience to go upon twxether with the 
Department's close touch upon the pules 
of electrical develo; ment in Shanghai, 
places it in a posi ion to know when and 
to'what extent extensions are advisable. 
‘A postponement of sha projosed acheme 
will serionsly j-oy-ardive the undertaking. 
If the scheme is apiroved and orders 
for the plant, buildin ss, cables, ete , be 
Jaced as sonn as possible it is probable 

that @ sec'ion. if not the whole, of the 
plant may be obtained and jut into 
service in the autumn of next year. Lt 
ia thonght that at least enough may be 
in service to he winter de- 
mand of 19 6 even if « xufficiency of 
spare plant is not then available. ‘The 
engineering works in Great Britain are 
now-very fall of orders for war ma‘erial, 
therefore unusual delay may have vo be 
Looked for in getting some rections of 
the plant boilt ; deliveries may be bad 
owing to the abnormal . conditions 
existing. These are considered ad- 
reasons for placing contracts 
with as little delay as possible, 

If the suggestion that the-question of 
fature extenionsbe postponed until the 
financial results of nine months ensting 
Sejtember next be adopted it will be 
November before these result are ae 
certained, All idea of having sufficient 
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plant to meet the 1916 demands wonld|state, and assaming that developments| hich postponement involves. _ The 
‘then have to be abandoned as it woald|in Shanghai should mark time,| numerous local industries now entirely 
be quite impossible to prepare fonnda-land that on this account the new| dependent upon elec rie power ought 
tions, to obtain the steelwork for and|extensions prove to be somewhat in| to be considered in cmnexion with the 
advance. It is difficult to ima. i proposed scheme, 
the prosperity of Shanghai On the other hand there are many 
h| more than temporarily set back, who think that the present European ” 
such be true the electricity under! crisis will not affect local industries and 
will be in a position to meet the renewed | tig these will cun'inus to flourish. If 
these views are correct then the reasons 
for getting ahead with the extensions at 
the earliest moment become conclusive, 
















oblivations to existing and pros, ec:ive 
consumers, It would mean refasing | pected 
fnether connexions for light or power large amount of additional ea iral would 








this year, a retrograde step which it|for the time being lie unremunerative, 
would take many years to recover from. | but that would appear to be less serious T. H. U. Avpaivor, 
‘Admitting the unsettled political |than the alternative of plant shortage Electricat Engineer. 
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